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Message Text 


UNCLASSIFIED 

PAGE 01 DAMASC 00734 271431Z 

67 

ACTION MED-03 

INFO OCT-OI NEA-09 ISO-00 ST-01 /014W 

077042 

R271359ZFEB 75 
FM AMEMBASSY DAMASCUS 
TO SECSTATE WASHDC 2786 

UNCLAS DAMASCUS 734 

DEPT EOR 0/MED AND NEA/EX 

E.O. 11652: N/A 
TAGS: OMED, SY 

SUBJ: MEDICAL SUPPLIES FOR EMBASSY DAMASCUS 

1. EMBASSY DAMASCUS REQUIRES THE FOLLOWING MEDICAL SUPPLIES 
FROM PERRY POINT IN ACCORDANCE WITH RECOMMENDATIONS OF 
THE REGIONAL MEDICAL OFEICER DR. WILDE: 

A. 24 BOTTLES OR PLASTIC BAGS FIVE PERCENT GLUCOSE IN 
WATER-500CC 

B. 24 BOTTLES OR PLASTIC BAGS NORMAL SALINE-500CC 

C. 12 BOTTLES OR PLASTIC BAGS RINGER'S LACTAGE-500CC 

D. 5 BOTTLES DEXTRAN, LOW WEIGHT-500CC 

E. 24 BOXES INTRAVENOUS TUBING TO EIT ABOVE SOLUTIONS 

F. DISPENSARY ENVELOPES FOR MEDICATIONS FOR PATIENT'S 
USE. 

2. THE EMBASSY DOES NOT HAVE AN UP-TO-DATE PROCUREMENT 
MANUAL EOR MEDICAL SUPPLIES, THEREFORE, WE WOULD APPRECIATE 
OMED ADVISING US TELEGRAPHICALLY OF THE COST FOR THE ABOVE 
ITEMS AFTER COORDINATING REPLY WITH NEA/EX. 

3. FISCAL DATE WILL BE SUPPLIED UPON RECEIPT OF 
UNCLASSIFIED 
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NEA/EX NOTIFICATION THAT NECESSARY INCREASE HAS 
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BEEN MADE TO POST ALLOTMENT. 

MURPHY 

UNCLASSIEIED 

NNN 
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